Nelson, Bettie L 


From: 

Sent: 

To: 

Cc: 

Subject: 


Mary Larson [mary.larson@covance.com] 
Thursday, October 17,2002 2:43 PM 
Bettie.L.Nelson@pmusa.com 
Jill Schultz 

Re: MISSING CIGARETTE INFORMATION 


I have several more: 

USA Gold Lights 

Noble King filter - altadies S A/Leonidias 
Eagle non-filter kings - liggett 
305's - Dosal Tobacco co. 3&S 
Winners 100 menthol - ? 

Camel Turkish Jade - KJR 

Newport medium menthol king- Lorillard tobacco 
CT menthol - cigtec tobacco LLC 
GI (generic) - ? 

Bronson light 100's SP - Philip Morris 
winners full flavor 100 - Keranis SA piraeus 
maverick menthol light 100 - Lorillard 


»> <Bettie.L.Nelson@pmusa.com> 10/17/02 11:05AM »> 

Mary, 

Please make certain that I have all of the descriptor information for 
the 

brands with missing tar, nicotine and CO levels. We will try to have 
information available by mid-November on these brands, if possible. 
Include 

type of pack (hard or soft); length, type (light, ultra light), 

menthol, 

etc. 

The information that we currently need is on the following brands: 

Bronco Ultra Light 100's soft pack 

Main Street Menthol light filter 100's 

USA Gold light 100's 

Cig Tec full flavor 100's 

USA Gold menthol 100's 

With best regards, 

Bettie 

(804) 274-1502 

(804) 334-5923 (Cellular) 

(804) 274-3982 (Fax) 


Confidentiality Notice: This e-mail transmission 
may contain confidential or legally privileged 
information that is intended only for the individual 
or entity named in the e-mail address. If you are not 
the intended recipient, you are hereby notified that 
any disclosure, copying, distribution, or reliance 
upon the contents of this e-mail is strictly prohibited. 
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Source: https://www.industrydocuments.ucsf.edu/docs/phlj0001 




